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PAGE 01 NATO 03879 122028Z 
72 

ACTION EUR-25 

INFO OCT-01 ISO-OO SS-20 ACDA-19 SCI-06 EPA-04 CEQ-02 
INT-08 HEW-08 HUD-02 DOTE-OO 10-14 EB-11 CIAE-00 
PM-07 INR-10 L-03 NSAE-00 PA-04 RSC-01 PRS-01 SP-03 
USIA-15 TRSE-00 SAJ-01 NSC-07 DODE-OO DRC-01 OPR-02 
/175 W 

104189 

R 121959Z IUL 74 
FM USMISSION NATO 
TO SECSTATE WASHDC 6734 

UNCLAS USNATO 3879 

E.O. 11652: N/A 
TAGS: SENV, NATO 

SUB J : CCMS: ELECTRIC UTILITY LOAD MANAGEMENT 

1. AS REQUESTED AT PARIS MEETING ON ELECTRIC UTILITY LOAD 
MANAGEMENT, NATO SECRETARIAT HAS RESERVED MEETING ROOM, 
NUMBER 17, FOR PERIOD FROM 12-14 NOVEMBER 1974 FOR NEXT 
MEETING OF PROJECT GROUP. 

2. NATO SECRETARIAT PRESENTLY UNABLE TO PROVIDE INTER- 
PRETERS FOR ABOVE MEETING SO PRIVATE CONTRACT INTER- 
PRETERS MIGHT BE REQUIRED.RUMSFELD 
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